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We present a case of a patient exhibiting isolated elevation of the central venous pressure with minimal hemodynamic 
deterioration in an immediate postoperative period after BentaU operation requiring re-exploration. Isolated elevation 
of the central venous pressure usually alerts physicians of a volume overload or right ventricular dysfunction. However, 
even in the absence of significant hemodynamic deterioration, the development of loculated hematoma that compresses 
the superior vena cava should be ruled out, as it can be life-threatening through the formation of cerebral and laryngeal 
edema, similar to superior vena cava syndrome. This case emphasizes the importance of a prompt diff^erential diagnosis 
of the isolated central venous pressure elevation after cardiac surgery with transesophageal echocardiography for the ad- 
ministration of appropriate treatment. (Korean J Anesthesiol 2014; 66: 71-74) 
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FoUowing cardiac surgery, an isolated elevation of the central 
venous pressure (CVP) is frequently observed as the result of 
circulatory volume overload and/or right ventricular (RV) dys- 
function, which is usually amenable to medical therapy. In con- 
trast, an elevation of the CVP with pressure equalization close to 
pulmonary artery diastolic pressure, along with hemodynamic 
deterioration, indicates postoperative hemorrhage and cardiac 
tamponade, which requires immediate re-exploration. However, 
loculated pericardial hematoma may not exhibit typical signs 



of cardiac tamponade, which can interfere with giving a proper 
diagnosis. Loculated hematoma compressing the superior vena 
cava (SVC) can cause isolated elevations of the CVP without sig- 
nificant hemodynamic deterioration. Yet, this situation requires 
prompt surgical decompression, as it can be life-threatening due 
to the formation of cerebral and laryngeal edema, similar to SVC 
syndrome. We, herein, report a case of a patient whose CVP was 
markedly increased immediately after a Bentall operation due to 
the formation of loculated hematoma compressing the SVC. 
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Case Report 

A 70-year-old male patient underwent a Bentall operation 
due to annulo-aortic ectasia, which was combined with severe 
aortic valvular insufficiency. The patients height and weight were 
165 cm and 50.9 kg, respectively and he had no co-morbid dis- 
eases except for hypertension, which was treated with a calcium 
channel blocker and an angiotensin converting enzyme inhibi- 
tor. The patient had a normal sinus rhythm, and the preoperative 
transthoracic echocardiography (TTE) revealed a left ventricular 
ejection fraction of 58% with no other intracardiac pathologies. 
Coronary angiography also revealed normal coronary arteries. 
After anesthetic induction, the patients hemodynamic variables 
were as follows; systemic blood pressure 113/38 mmHg, heart 
rate 83 beats/min, central venous pressure 9 mmHg, and pul- 
monary arterial pressure 33/15 mmHg. A Bentall procedure was 
uneventfully performed and the patient was weaned off from 
cardiopulmonary bypass (CPB) without difficulty. The total 
aorta cross clamp time was 95 minutes and the total CPB time 
was 115 minutes. Before leaving the operating room, there was 
no evidence of fluid collection in the pericardial and pleural 
space in the transesophageal echocardiography (TEE), with the 
estimated left ventricular ejection fraction being 50%. Receiving 
norepinephrine 0.08 [ig/kg/min, mOrinone 0.25 [ig/kg/min, and 
vasopressin 0.8 lU/hr, the hemodynamic parameters were as fol- 
lows: heart rate of 80 beats/min, blood pressure of 87/48 mmHg, 
CVP of 10 mmHg, pulmonary arterial pressure of 24/15 mmHg, 
cardiac index of 3.4 L/min/m^, mixed venous oxygen saturation 
of 90%, right ventricular ejection fraction of 39%, and right ven- 
tricular end diastolic volume index of 141 mm/m^. The patient 
was transported to the intensive care unit (ICU) without any 
further events. In the ICU, as in the operating room, the patients 
lungs were ventilated with a tidal volume of 500 ml at a rate of 12 




Fig. 1. Transeshophageal echocardiographic midesophageal bicaval view 
showing a large hematoma compressing the superior vena cava (SVC) 
and the right atrium (RA). LA: left atrium. 
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breaths/min, with a fraction of inspired oxygen of 40% medical 
air, along with 5 cmHjO of positive end-expiratory pressure. The 
corresponding peak airway pressure and plateau airway pressure 
were 19 cmHjO and 17 cmHjO, respectively. The arterial blood 
gas analysis revealed pH 7.419, PaOj 123.8 mmHg, and PaCOj 
34.7 mmHg. Over a period of 30 minutes in the ICU, the CVP 
increased from 10 to 23 mmHg, and the pulmonary artery dia- 
stolic pressure increased from 14 to 17 mmHg. The blood pres- 
sure was 90/49 mmHg, and the cardiac index was maintained at 
2.7 L/m/m^ without increasing doses of norepinephrine, milri- 
none, and vasopressin. The electrocardiogram (ECG) revealed 
nonspecific ST wave changes without any changes in the height 
of the QRS waves, and the chest X-ray showed partial atelecta- 
sis of the right lung and moderate cardiomegaly. The patient's 
respiratory mechanics and follow-up arterial blood gas analysis 
showed no significant changes. His hemoglobin was 8.7 g/dl 
which is near the former value measured in the operating room 
of 9.0 g/dl. The platelet count was 82 x lO'/L and the Interna- 
tional Normalized Ratio of the prothrombin time was slightly el- 
evated at 1.54. During the first 15 minutes after the surgery, 100 
ml of blood were drained from his mediastinal and chest drains. 
Because, there was no further chest tube drainage, 100 ml of 6% 
hydroxyethyl starch 130/0.4 solution was infused without any 
transfusions. 

A TEE examination was immediately performed to confirm 
the cause of the CVP elevation, which revealed minimal peri- 
cardial fluid collection and preserved biventricular function 
in the midesophageal four-chamber view and the transgastric 
short axis view. The midesophageal bicaval view showed the 
right atrium (RA) being pushed anteriorly and laterally by a 
large mass measuring 6.06 cm x 8.78 cm (Fig. 1). The mass con- 
tained echogenic materials with some echo-free areas, which is 
consistent with hematoma, and as a result the SVC was almost 




Fig. 2. Transesophageal echocardiographic, midesophageal aortic valve 
long axis view showing the hematoma in the transverse sinus, a potential 
space. LA: left atrium. 
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completely obliterated by it. In the midesophageal aortic valve 
long axis view, the hematoma occupied the transverse sinus as 
well (Fig. 2). The patient was immediately transferred to the op- 
erating room for re-exploration. A loculated hematoma around 
the valved graft was found to compress the entire SVC and ex- 
tended to the RA. After evacuation of the hematoma, the CVP 
decreased immediately from 23 to 1 1 mmHg. The cardiac index 
and the blood pressure remained stable despite the discontinu- 
ation of the vasopressor and inotropic agents. However, the pa- 
tient's postoperative course deteriorated, with the development 
of acute renal failure and adult respiratory distress syndrome, 
which resulted in the prolongation of ICU stay. The patient was 
then transferred to the general ward at postoperative day (POD) 
52 for rehabilitation, and discharged at POD 109. 

Discussion 

Delayed re-sternotomy is highly associated with the worst 
outcomes in patients who need hemostatic re-exploration af- 
ter cardiac surgery [1]. A prompt diagnosis is mandatory, but 
it is often challenged in the immediate postoperative period. 
Typical clinical features of cardiac tamponade (hemodynamic 
compromise with paradoxical pulse, equally elevated pressures 
of CVP, pulmonary artery diastolic, and pulmonary capillary 
wedge pressure) may be absent due to positive pressure ventila- 
tion, preexisting cardiac disease, and the involvement of a single 
chamber by localized effusion [2]. 

As demonstrated in this case report, an aortic root surgery 
for patients with aneurismal pathology has an increased risk in 
the accumulation of blood after surgery in potential spaces that 
had been occupied by the aneurysm, which is created by the 
SVC, the left atrium, and the ascending aorta. If the loculated 
hematoma in this space primarOy affects the SVC and the adja- 
cent RA, isolated elevations of the CVP would develop with or 
without a decrease in cardiac output, and consequently resulting 
in hemodynamic compromise [3]. 

In the clinical practice, the diagnosis of RA or SVC com- 
pression by a hematoma usually starts with the recognition 
of elevated CVP [4,5]. However, in the absence of significant 
hemodynamic compromise, differentiating diagnosis becomes 
more challenging as it usually represents the following; circula- 
tory volume overload due to the excessive administration of fluid 
or acute renal dysfunction, which is fairly common in the early 
postoperative period. Acute or acute-on chronic RV faOure is an- 
other frequent cause of CVP elevation after open heart surgery. 
During CPB with cardioplegic arrest, the RV is more susceptible 



to ischemia/reperfusion injury due to direct mechanical dam- 
age and exposure to the warm surgical light [6]. RV dysfunction 
may also arise secondarOy from pulmonary dysfunction or aci- 
dosis, as both may increase the right ventricular afterload and 
the pulmonary vascular resistance. In such cases, abnormalities 
can be easOy detected through arterial blood gas analysis, and a 
concomitant increase in the pulmonary arterial pressure would 
have been more evident than in our case. Circulatory volume 
overload and/or RV dysfunction are both usually amenable to 
medical therapy, which may delay the differential diagnosis of 
loculated hematoma. 

In cases of an overt isolated RA tamponade, the main ECG 
findings were inferior or inferolateral ST depressions, along with 
T wave inversions with normal P waves and QRS amplitudes [7]. 
For these cases, the RA is almost fully obstructed, which is usu- 
ally accompanied by severe hemodynamic deterioration [4,7]. 
Even in the absence of overt RA tamponade and hemodynamic 
deterioration, as in our current case, loculated hematoma com- 
pressing the SVC may be life-threatening through the formation 
of cerebral and laryngeal edema, as in SVC syndrome, which 
requires prompt re-exploration [8,9]. 

The importance of echocardiography for an accurate differ- 
ential diagnosis of the elevated CVP cannot be overemphasized. 
TTE is technically suboptimal in the early postoperative period 
due to surgical wounds, drainage tubes, and mechanical venti- 
lation. On the other hand, TEE provides an excellent acoustic 
window with better image quality in the postoperative setting. 
Apart from assessing ventricular functions and volume status [8], 
TEE is a well-established diagnostic tool for the identification of 
localized cardiac tamponade after cardiac surgery [4]. For this 
purpose, a thorough examination is mandatory as localized car- 
diac tamponade may be overlooked in the midesophageal four- 
chamber view or the transgastric short axis view, as in this case. 
The midesophageal bicaval view should always be examined in 
cases of elevated CVP in order to search for loculated hematoma 
or effusion. Additionally, TEE can be helpful in ruling out other 
rare possibilities for elevated CVP, such as acute pulmonary 
embolism or severe acute tricuspid regurgitation, which can be 
caused by the manipulation of the pulmonary artery catheter 
[10,11]. 

Compression of the SVC and the RA by loculated hematoma 
following cardiac surgery is a surgical emergency that must be 
diagnosed promptly. This case highlights the importance in 
recognizing elevated CVP, along with the correct differential 
diagnosis using TEE, even in the absence of significant hemody- 
namic deterioration and bleeding. 
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